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ABSTRACT 


Laminar/turbulent transition was studied as it occurs 
in a newly constructed curved channel of rectangular cross 
section. The channel is 1.27 centimeters high by 50.8 
centimeters wide (0.5 in. x 20 in.), aspect ratio of 40 tol, 
with a concave surface radius of curvature of 60.96 centimeters 
(24 in.). Mean velocities for air in the channel range from 
1.40 to 3.89 m/sec, which corresponds to Déanmenumber amd 
hydraulic Reynolds number ranges of 167 to 461 and 2,231 to 
6,173, respectively. 

Flow visualization from a smoke wire shows changes in the 
behavior and appearance of a smoke trace illuminated in the 
radial plane with varying Dean number and varying channel 
location. In some cases, these smoke trace patterns show 
distortion similar to what would be expected if pairs of 
counter-rotating vortices are present. A map of vortex 
stability as channel location and Dean number were varied was 


constructed from analysis of smoke trace photographs. 
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io (NTRODUCT ION 


A. BACKGROUND AND LITERATURE REVIEW 

Since the early part of this century, it has been well 
known that fully developed laminar flow along a concave wall 
does not maintain a simple two dimensional (i.e. parabolic) 
velocity profile. Instead, a series of counter-rotating vortex 
pairs form as a result of varying centrifugal forces acting on 
the fluid particles. These vortices were first considered 
analytically by W.R. Dean in 1928 for flow in a narrow channel 
formed by two concentric cylinders [Ref. 1] and are similar to 
ones observed by Taylor and Gortler [Refs. 2, 3]. Figure 1 
[Ref. 4] is a schematic of Dean vortices in a curved channel. 
These vortices are known to enhance heat transfer on curved 
channel surfaces for both laminar and turbulent flows. 
Understanding such flows is expected to lead to design improve- 
ments for heat exchangers and configurations used to cool gas 
turbine blades and vanes. 

Vortex onset and development is dependent upon the magnitude 
of the curvature, as expressed by the Dean number, where 
De = Re .y/d/r;. Here the channel Reynolds number is defined by 
Re, = Ud/v, where U is the mean streamwise velocity, dis the 
channel height, rs is the radius of curvature of the convex 


channel surface, and V is the kinematic viscosity. 


il 


Primary Flow Direction 


| 





Figure 1. Schematic of Dean vortices in a curved channel. 


For a rectangular channel curved in the streamwise direc- 
tion, the flow at sufficiently low Dean numbers is entirely 
azimuthal. This is known as slug flow or Poiseuille flow. 

Above a critical Dean Number (De > 36.6), pure laminar flow 
becomes unstable and the secondary flow discussed above occurs. 
This is due to the fact that fluid particles in the center of 

the flow profile are travelling at higher velocities and are 
therefore subjected to higher centrifugal forces than those 
closer to the walls. The faster moving particles move outward 
toward the concave wall, forcing the fluid particles there to 
move inward toward the center of the channel where velocities 

are higher. The process repeats itself and the Dean vortices 
form. (The critical Dean number and the Dean numbers discussed 
below are the result of computer simulations using the Navier- 
Stokes equations being performed at Stanford University.) As the 
Dean number is raised further (De > 45), the vortices oscillate 
at low frequency (large wavelength) as they travel in the stream- 
wise direction. The wavelength becomes smaller up to a Dean 
number of about 75. At even higher Dean numbers (75 SS De < ee) 
to 600), unpublished simulation results (presently unconfirmed by 
experiments) show that these vortices have an oscillatory, 
rocking type of motion as they are convected. Ultimately, these 
complex secondary flow fields break down into turbulent flow. 

A brief history of earlier research into the flow and heat 
transfer characteristics of flow in a curved channel can be 


found in reference 4. The presence of Dean vortices in a 


3 


curved channel of aspect ratio 40 was confirmed at the Naval 
Postgraduate School by R. McKee in 1973 |[Ref. 5]. Modatyime 
McKee's channel and modeling it as a pair of infinite parallel 
plates with the outer wall heated and the inner wall adiabatic, 
M. Durao and J. Ballard [Refs. 6, 7] studied the effect of 

Dean vortices on heat transfer for laminar flows in straight 
and curved rectangular channels. Research continued in 1981 by 
R. Holihan, Jr. [Ref.4] for laminar traneation flows eee 
Daughety [Ref. 8] for turbulent flows, and J. Wilson [Ref. 9] 
for transition and turbulent flows. Each of these studies 
used McKee's apparatus, which was modified each time to improve 
the accuracy of the results. In 1985, using a new curved 
channel designed for even more precise meaSurements, heat 
transfer studies by G. Galyo [Ref. 10] were conducted for 
turbulent flow. 

Kelleher, Flentie, and McKee [Ref. 11] reported results of 
velocity surveys and flow visualization for the secondary flow 
in a curved channel half the size of the facility used in the 
current study. Velocity profiles were presented for Dean 
numbers of 79.2, 94.9, and 113.5. Flow Visualization am 
performed using an aerosol mist (DOP) for Dean numbers of 69.3 
and 77.2. It was shown that the velocity profiles on the 
convex side of the channel mid-plane were 180 degrees out of 
phase with those on the concave side. Also shown was the fact 


that the vortices covered the full width of the channed from 
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the convex to the concave wall and that channel geometry and 
not the Reynolds number controlled vortex size. 

The numerical simulations of the Navier-Stokes 
equations for Taylor-Gortler vortices performed by Finlay, 
Keller, and Ferziger [Ref. 12] describe changes in the vortex 
pattern which occur as the Dean number and wave number are 
varied. Also obtained are the vortex strengths and growth 
rates of the Taylor-Gortler vortices. In addition to the 
results discussed in paragraph 3 above, this study also 
provided evidence of a small pair of secondary vortices 
developing adjacent to the convex wall for De = 80.0 and 


De = 100.0. 


bee OBJECTIVES 

The first objective of this investigation was to design 
‘and implement the operation of a sufficiently large curved 
rectangular duct to perform high quality flow visualization 
studies of Dean vortices. The test facility was to have 
the same aspect ratio (40 : 1) as previous investigations 
[Refs. 4 through 10], but with all dimensions scaled up by a 
factor of two. The aspect ratio is defined as the channel 
Spanwise dimension divided by the channel height. 

After the channel was in operation, the objectives 


were. 


iS 


1. to obtain information on the £ lowe ihe wore 
various Dean numbers and various streamwise and spanwise 
locations within the curved channel, 

2. to study the development of fluid path lines produced by 
a smoke wire as they are distorted and convected by the 
flow, and 

3. to produce stability maps for laminar-to turbulent 
transition and vortex development. 

The purposes of the results of the study are: 

1. to obtain better understanding of fluid mechanics 
phenomena which affect heat transfer ina channel where 
streamwise curvature and strong secondary flows are 
present, and 

2. to provide a basis of comparison and validation for 
computer simulations using the Navier-Stokes equations 


with appropriate boundary conditions. 


C. “PHEGESSORGERa REZ Al LON 

Subsequent to the introduction, this thesis describes 
the experimental facilities, detailing the specifications and 
characteristics of each component. Next, experimental 
techniques are discussed, including channel operation, flow 
visualization, photography, and measurement and calibration 
methods. Finally, experimental results and conclusions are 


presented. 
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Pee brn MENTAL FACILITIES 


A. CURVED CHANNEL 

A schematic of the curved channel test facility is shown 
in Figure 2, Figures 3 and 4 are front and side views of the 
actual channel. 

The lip at the entry of the inlet section is constructed of 
quarter circumference sections of six inch outside diameter 
pipe Mev OolOM MicmEhmceis tne 25.¢5em by 50.8 cm (10 in. x 20 
in.) rectangular inlet section, consisting of a honeycomb 
followed by three screens stretched across the inlet channel 
cross section. The screens were pulled taut prior to 
tightening the flange bolts. This ensured that the screens 
were flat and perpendicular to the flow direction. The 
aluminum honeycomb is 3.81 cm (1.5 in.) deep (streamwise 
direction) and consists of hexagonal cells approximately 0.635 
cm (0.25 in.) across. The fiberglass window screen has a 
Square weave with about 0.159 cm (0.0625 in.) between strands. 
These items are intended to reduce spatial non-uniformities of 
PCC cit Cat lo2 bombo oitidag in more Stabile Laminar 
flow. Distance between each screen or between the honeycomb 
and the next screen is approximately 10 cm (4 in.), following 
Suggestions on design rules for small low speed wind tunnels 


provided in reference 13. 
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The air next enters a two dimensional nozzle with a 20 
to l contraction ratio. Designed using a fifth order 
polynomial to ensure continuous first through fourth order 
derivatives, nozzle dimensions were chosen to minimize the 
loc cmeaiynot scicimaeton near the mozzle exit and to 
prevent laminar-to-turbulent transition. Figure 5 shows a 
eraph of the design. This nozzle induces longitudinal strain 
on the flow, stretching it to further reduce spatial non- 
uniformities which may exist. To prevent tripping the flow at 
the critical point where it enters the duct, elaborate measures 
were taken to ensure that the seam between the nozzle and the 
duct straight section was smooth. Specifically, the mating 
surface between the nozzle and duct flanges was filled with 
automotive body putty (Bondo) and sanded smooth to the touch, 
ensuring that any discontinuity (step) inside the duct was less 
than 0.001 inches. 

After the nozzle, the air passes through a 2.44 m (8 ft.) 
long straight duct. The duct inside dimensions are 1.2/7 cm by 
SOvomeme O.) in. x 20 in.). This cross section is constant 
until the air reaches the diffuser in the outlet section. 
According to reference 14, fully developed laminar flow will 
exist for hydraulic Reynolds numbers up to 6,068 (Dean numbers 
up to 454) at the end of the straight duct (i.e. entry to the 
curved channel). The corresponding mean velocity is about 3.82 
m/s. The flow is considered to be fully developed when 


normalized mean velocity profiles are self-similar. Appendix A 
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(section 1) shows the sample calculations using the Langhaar 
equation [Ref. 14] for development length in tubes and reference 
15 for development length between flat plates. The Langhaar 
Sid temmlonscHovneromesEne more conservative of the two. 

The fully developed laminar flow next enters the curved 
test section. Here the duct has the same rectangular cross 
section as the straight section. The concave interior duct 
wr lLagemiaseaeGacmicmor curvature of 60.96 cm (2 £t.) and the 
convex surface has a radius of curvature of 59.69 cm (23.5 
in.). To maintain these radii of curvature, the curved test 
oot Sones VoCCcmeroiE ys intoethe Circular support frame using 
band clamps (visible in Figure 4). Holes exist at various side 
wall locations for the installation of smoke wires. These 
wires are pulled taut in the spanwise direction in the channel. 

The air exits the curved section, goes through another 
eight foot long straight duct, and reaches the outlet section. 
At the exit of the second straight section are four screens, a 
honeycomb, a diffuser, and an outlet plenum. The screens and 
honeycomb were designed to minimize the effects of any spatial 
non-uniformities in the outlet plenum. Because of the small 
channel height, honeycomb was made of plastic straws, 0.41 cm 
COVGer in. etnedmcameter and 3.18 cm (1.25 in.) long, stacked 
firnivecogecrner. (he ¢omvemamml-omit.) Vone diffuser, having a 
total angle of three degrees, is used to provide some pressure 


recovery. The design, which uses the guidance provided in 


Zo 


reference 16, minimizes the possibility Of setjal] Ga ee 
diffuser. The cubic outlet plenum (61 cm on each side) is 
intended to create a volume of nearly stagnant air at uniform 
pressure. 

The plenum is connected to the suction of a blower viaa 
rotameter (125 cfm full scale) and a4 one inch Stan dardyaee 
orifice plate shown in Figure 6. These are used for volumetric 
flow indication and calibration, respectively. Various valves 
are used tocontrol the flow rate, and therefore the mean 
velocity and Dean number, in the curved channel. The blower 
exhaust valve is a two inch brass gate valve, while the other 
two valves shown in Figure 2 are two inch brass globe valves. 
Pipe used to connect the outlet plenum to the blower, valves, 
rotameter, and orifice is standard two inch PVC pipe. 

Both the curved and straight sections of the duct are made 
of polycarbonate (Lexan). This material was chosen because it 
is transparent and flexible, as well as being easy to join and 
machine. To minimize the potential for flow tripping, both the 
upper and lower walls of the channel sections (straight/curved/ 
straight) are made of three pieces of Lexan sheet bonded together 
in one continuous piece, so that no seams were present. Side 
wall, longitudinal, and cross-beam supports are employed, so that 
the inside dimensions of the entire channel at any streamwise 
location from the nozzle exit to the last straight section are 
approximately 0.5 + 0.005 inches by 2080 + 0.020 inches 


top and bottom surfaces of the channel are secured to the side 
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walls as shown in Figure 7. Set screws in the wall segments are 
spaced about 10 cm (4 in.) apart. Wall segments are removable to 
facilitate cleaning of channel interior surfaces. Mating 
surfaces between wall segments and all flange mating surfaces 
(except for the nozzle flange) are sealed with 3-M foam tape. 
Construction of the steel support frame and all Lexan portions of 
the test facility was performed by McNeal Enterprises, Inc. of 


Sanita Clara, Calin torniae 


Boe CO we R 

To provide a low pressure region at the outlet plenun, 
a Spencer VB-0370-E Vortex Blower is used. This blower is 
capable of producing about 60 inches of water vacuum at 140 
cfm and was sized by scaling flow behavior from a channel 
with half the dimensions of the present one. Figure 8 
Shows the advertised blower performance curve and system 
curves. As can be seen in the figure, the blower exceeds 
the head requirements of the duct and must be throttled to 
achieve the desired flow rates. Appendix A (section 2) 
provides the sample calculations used in scaling system 


performance to determine required blower size. 


cee TTS, Wy aera 
Flow visualization is provided by smoke wires strung in the 
transverse direction at various locations in the curved 


section, as shown in Figure 9. (One wire is used at a time.) 
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Because of the short delay between energizing the wire, smoke 
production, and arrival of that smoke a small distance down- 
stream where it is photographed, a timing control system was 
used. The control device, manufactured by Flow Visualization 
Systems of Bolingbrook, [llinois, energizes the stainless steel 
smoke wire and, after a manually selected delay, triggers ‘the 
strobe. Voltage applied to the wire is controlled by a Calrad 
45-740 (0-130 VAC) variac. Figure 10 is a photograph of the 
control system. The delay time selected depends upon the mean 
velocity (i.e. Dean number) in the duct and was adjusted by 
trial and error. Of note is the fact that the two potentio- 
meters on the control system which control wire "on time" and 
strobe delay time do not operate independently. As shown in 
Figure ll, the sequencing circuit timing diagram, the following 
events occur during one flow visualization run: the wire is 
energized, an adjustable time delay occurs, and simulta- 
neously, the wire is turned off and the strobe is flashed. lf 
the smoke wire "on time" selected is shorter than the strobe 
delay time chosen, the flash of the strobe will not occur. 

Maximum wire diameter selected is based on a wire Reynolds 
number (Rev) of 35 as discussed in reference 17. This Reynolds 
number is based on wire diameter. Higher Reynolds numbers may 
result in separation and an unstable wake behind the wire. 
sample calculations are shown in nmenand A (section Soe 

Wires penetrate the side wall segments of the test section 


through small (4.29 mm diameter) drilled holes. Pressed into 
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control system. 


Figure 10. 
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each hole is a small ceramic bead (bead hole diameter equal to 
1.75 mm) which prevents the energized wire from burning into 
the Lexan side wall. To prevent air leakage through these 
holes, "CLAYOLA" non-hardening modeling clay is pressed flat, 
forming a patch, over each hole. Smoke wire holes are located 
at 2, 50, 112, and 140 degrees from the entry of the circular 


test section as shown in Figure 9. 


D. LIGHTING 

The strobe is a General Radio type 1531-A Strobotac, 
which is externally triggered. For the high intensity 
single flash operation used in this study, the peak light 
intensity is 7 million beam candle power. Flash duration 
is approximately 3 microseconds. The strobe, which is normally 
used to determine the speed of rotating equipment, can also 
provide more continuous illumination if flashed repeatedly at 
high frequency. The collumator lens is a 75mm (focal length), 
fl.1 Rodenstock-XR-Heligon mounted directly in front of the 
strobe as shown in Figure 12. The entire assembly can be pivoted 
and clamped in place to illuminate any point on the test section. 
Since the arc produced by the strobe lamp is almosta straight 
line, the lens produces a well collumated flat sheet of light 
through the channel. 

To prevent undesired light reflections, the outer surface of 
the curved channel facing the strobe is lined with black 


construction paper (poster board). (Not shown in Figures 3 and 
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Photograph of strobe and collumater Beng: 
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4.) Slits are cut two to ten inches downstream of each smoke 
wire to provide a path for the collimated light to illuminate a 
radial plane. To provide a basis for comparison, all slits are 
2mm by 4.6 cm (0.08 in x 1.8 in.) and are located so that the 
center of the slit is located 4.83 cm from the center of the 


channel. 


E. CAMERA 

Paiconet—=—jJewetieaoomm, £2.6 lens was used to record 
the flow pattern. Kodak Tri-X (ASA 400) or Kodak Recording Film 
2475 (ASA 1000) was used. As shown in Figure 9, the camera views 
the illuminated plane of smoke particles at approximately a 


ninety degree angle to the beam of collumated light. 
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TIT. EXPERIMENTAL TECHNIQUE 


A. CHANNEL OPER TON 

In order to provide a variety o@ flow Condieaeme fen 
analysis in this study, duct flow rate (i.e. the Dean 
number) must be varied. Start-up of the channel and flow 
rate control are now described. 

To initiate flow through the duct, the blower exhaust 
and inlet bypass valves (‘A”® andi Sen Gago 
respectively) are verified open and the duct outlet valve ('C') 
is checked shut. The blower is started and the duct outlet 
valve is opened. A reading of 29 percent on the rotameter can 
be achieved with all valves fully open. (Section III.B 
discusses rotameter calibration and indication.) It is 
necessary to throttle both the blower exhaust valve and the 
duct outlet valve to avoid unsteadiness (possibly due to slight 
blower stall) when operating at very low flow rates (i.e. less 
than 15% indicated flow). Failure to sufficiently throttle the 
blower exhaust valve results in severe oscillation of the 
rotameter float. Flow rates higher than 29 percent are achieved 
by throttling the blower inlet bypass valve, while valves ‘'A' and 
'C' remain open. A maximum of 63 percent indicated flow through 
the duct can be achieved when the inlet bypass valve is complete- 
ly shut. Higher flow rates (up to about 802) can be achieved if 


the orifice plate is removed. 
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Be euwew eer MEASUREMENTS 

Rotameter calibration was achieved by using a one inch 
diameter steel orifice, machined to ASME specifications, 
which was installed upstream of the rotameter. Orifice 
pressure taps were located at the 1-D upstream and 1/2-D 
downstream positions, where 'D' is the PVC pipe diameter 
(nominally 2 inches). Appendix A (Section 4) provides the data 
and sample calculations for rotameter calibration. References 18 
and 19 were utilized in these calculations. Data was taken at an 
ambient pressure of 30.26 inches of mercury and an air tempera- 
miee of 65°F (approx.). 

As shown in Figure 13, rotameter indication is a linear 
function of volumetric flow rate. The equations to convert 
from rotameter indication (percent) to flow rate (cfm), to 
Dean number, and to Reynolds number are shown below. 
Appendix A (section 5) provides the sample calculations for 


these results. 


Ceci — eles (ROTAMETER 2 FLOW) + 10 
De = 9.99 X (ROTAMETER % FLOW) + 86.87 
Nes 68.49 X (ROTAMETER 4 FLOW) + 595.53 


C. FLOW VISUALIZATION/PHOTOGRAPHY 
The flow visualization method is similar to that 
described in reference 20. The method described here is for 


still photography of the smoke patterns. 
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To generate an adequate amount of smoke, the smoke wires must 
be frequently wetted with smoke oil. To accomplish this, the 
smoke wires are sufficiently long at 76.2 cm (30 in.) to enable 
them to be pulled back and forth through the duct, so they can be 
wetted with smoke oil as needed. Each time the wire is used, the 
clay sealing "patches" on either wall of the duct are removed and 
the wire is slid part way out of the duct and wetted with oil 
uSing the fingertips or a cotton swab. Finally, the wetted wire 
is reinserted into the duct and the clay patches are reapplied. 
Variac setting for a 0.005 inch diameter wire was found to vary 
between 30 and 40 volts, depending on the channel flow rate. 

The strobe, already positioned for continuous illumination of 
the desired slit, is adjusted so that the image of the strobe arc 
is in focus on the black posterboard sheet which lines the test 
section. Focusing is accomplished by either using the adjusting 
ring on the lens or by simply moving the pivoted strobe 
reflector. 

The trial-and-error timing adjustment is accomplished by 
watching the timing control system status lights on the control 
logic box (Fig. 10). Moments after the spring-loaded timing 
sequence start switch is depressed, the smoke pattern should be 
visible in the illuminated plane. As the strobe status light 
goes out, indicating that the strobe has flashed, the smoke 
should still be visible. Adjustments to the wire and strobe 
timer potentiometers are made to accomplish this and to ensure 


that smoke intensity is at its peak when the strobe status light 


So 


goes out. Camera set-up and focusing is also accomplished die 
this time. 

Once the proper potentiometer adjustments are made, the 
strobe is switched to the "External Input - high intensity" 
position and photography may begin. The room is darkened as 
much as possible. (All photographs for this report were 
taken at night, since the laboratory windows could not be 
adequately shaded.) With the camera mounted securely on a 
tripod, shutter speed set to 'B', and f-stop at 2.8 (lens 
aperture fully open), the timing sequence start switch is 
depressed. Moments later, before the flash of the strobe, 
the camera shutter is opened. Immediately after the flash 
from the strobe, the shutter is closed. The focused image 
of the smoke trace appears on the film during the three 


microsecond strobe flash. 
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ie KESULTS 


A. SMOKE TRACE VARIATION WITH DEAN NUMBER 
At a selected location in the curved channel, smoke trace 

appearance and characteristics change in a series of identifia- 
ble stages as the Dean number is increased. Results which 
follow are based on observations of smoke traces generated from 
the 0.005 inch diameter wire, and observed using continuous 
illumination over the time interval smoke was present. 
Observations are presented for different Dean numbers and 
percent rotameter flow, where rotameter full scale corresponds 
to 125 cfm at 18.3°C and atmospheric pressure. 

A summary of results in the following discussion is also 
even in Figure 15a. This figure is discussed in section [V.B. 

At the 6 degree slit location (smoke wire located 2 
degrees from the start of the curved section), the smoke trace 
appeared as a reasonably flat line for all Dean numbers from 
167 to 461 (8 to 37.54 flow by rotameter indication). For Dean 
numbers up to 407 (3242 rotameter flow), smoke traces were 
particularly flat and stable. At De = 461 (approx.), the smoke 
appeared diffused across most of the illuminated plane, 
indicating that turbulence existed. Mean velocities at 
this location were the highest used, where the maximum 
corresponds to Re, equal to women. a 0.005 inch 


diameter wire at 37.5% flow (De = 461, U = 3.89 m/sec). In 
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order to avoid unstable wakes from sucha wire, Re. should be 
less than a critical valwe of 35-405) epee 

At the 55 degree slit location (smoke wire located 50 
degrees from the start of the curved section), the smoke trace 
appeared as a flat line at Dean numbers between 167 and 247 (8 to 
16% rotameter flow). As the Dean number was raised, the smoke 
line became blurred (De = 298 to 307). At a Dean number of 317, 
weak turbulence was observed along with a single wave peak (wave 
form) which was oscillating slightly in the transverse direction. 
At a Dean number of 327, turbulent appearance (i.e. diffused 
smoke) was observed. Due to apparent instabilities in this 
section of the duct, these effects were not (commeeea, 
reproducible each time the observations were performed: i.e., 
the same observations discussed above would occur at slightly 
different Dean numbers. During one series of observations, waves 
appeared on the smoke trace and oscillated at low frequency (3 to 
8 Hz) in the transverse direction for Dean numbers between 25/7 
and 307. These particular waves and wave oscillations were only 
seen during one series of observations, and were probably due to 
vibrations of the smoke wire, an effect minimized for all other 
observations. 

At the 118 degree slit location (smoke wire located 112 
degrees from the start of the curved section), observation of 
regularly spaced standing smoke pattern waves was made beginning 
with a Dean number of 167. Figure 14 shows a sequence of smoke 


pattern photographs at this location with increasing Dean 
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EaquscmhdcanmeomOke Gisace photograph sequence 
(De = 182) 


Pi 2 OO 2530 0 Omaha Si 
9.5 % FLOW (rotameter) 


MEAN AIR VELOCITY = 1.531 m/sec 
VOLUMETRIC FLOW RATE = 0.00988 m/sec 
MASS FLOW RATE = 0.01203 kg/sec 
ATMOSPHERIC PRESS. & TEMP: 29.96 in. 
jmenewoe, = 118 deg. 

WERE SGOC., = Ili2 dec. 

WIRE DIA. = 0.0050 in. Re = 19 


SLIT DISTANCE FROM START OF CURVE (X) 
Re =e 2 laos) 

De* 182 

Reg icp Renee su 2432 

KODAK TRI-X FILM ASA 400 (£2.8, B) 


65.0 deg F 





Figure 14b. Smoke trace photograph sequence 
(De = 207) 


ils) 2100-2300 09 FEB 1987 

12.0 Z FLOW (rotameter) 

MEAN AIR VELOCITY = 1.741 m/sec 
VOLUMETRIC FLOW RATE = 0.01123 m/sec 
MASS FLOW RATE = 0.01368 keg/sec 
ATMOSPHERIC PRESS. & TEMP: 29.96 in. 


SELEY LOC. _=— > iis ies. 
WIRE LOC. = 112 deg. 
WIRE DIA. = QeaiOBiG ones Rew = 2 


SLIT DISTANCE FROM START OF CURVE (X) 
Be 138 , Gua 

ie 207 

Re. o& V7? Shee Dice 

KODAK TRI-X FILM ASA 400 (£2.8, B) 


Tee 


= | 


65.0 dieaume 


262 fi 


Figure 4c . 


II-5 2100-2330 09 FEB 1987 

14.0 Z FLOW (rotameter) 

MEAN AIR VELOCITY = 1.909 m/sec 
VOLUMETRIC FLOW RATE = 0.01232 mYsec 
MASS FLOW RATE = 0.01501 kg/sec 
ATMOSPHERIC PRESS. & TEMP: 29.96 in. 
jeer moc. = 11s deg. 

WIRE LOC. = 112 deg. 

WIRE DIA. = 0.0050 in. Re, = 

SLIT DISTANCE FROM START OF CURVE (X) 
Re = 2 Oe 

De = eee 

Rec = 1554 Re, = 3033 

KODAK TRI-X FILM ASA 400 (F2.8, B) 


(De = 227). 
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smoke trace photograph sequence 


Bie iOod:eo 00k 


Figure 14d. Smoke trace photograph sequence 
(De = 237) 


[I-20 2100-2330 3OORRee 1 96c7 
15.0 % FLOW (Crotameter) 


MEAN AIR VELOCITY = 1.993 m/sec 
VOLUMETRIC FLOW RATE = 0.01286 m/sec 
MASS FLOW RATE @ “0.01567 ke/eee 


ATMOSPHERIC PRESS. @ TEMP] 20796 Gir. 


Sir UOC. @= Liewdec. 

ITEE COC. G@=» \tiemcn. 

WIRE DIA. = O20050 un. ieee 924 
STIT DISTANCE FROM START OF’CURVE (X) 
o> = 50.740 

De = 237 

Rew af 1623 | Beem 

KODAK TRI-X FILM ASA 400 (£2.8, B) 


He, 


65.0 deme 


tO 


= 
th 





number. (Photographs taken under other conditions and at other 
locations are provided in Appendix C.) The shape and spacing 
of the wave patterns at the 118 degree location became less 
regular as the Dean number was raised. During the three second 
time span (approx.) when the smoke trace was visible, the waves 
appeared to be motionless (De = 167 to 207). At a Dean number 
pae2ly, hteh frequency radial vibration (i.e. X duieteee taeomerd Nl 
Figure 1) of the smoke trace wave peaks in the illuminated 
plane began to appear. Each wave was vibrating in place at its 
own transverse location in the channel. This vibration became 
progressively more violent (higher amplitude and frequency) as 
the Dean number was raised to 247. Only the portion of each 
wave peak closest to the convex surface was observed to oscil- 
late. The approximately horizontal smoke line located between 
the convex and concave duct surfaces which connected successive 
wave peaks did not appear to be moving. (See Figure 14a.) At 
De = 252, oscillation became extremely violent and some low 
frequency transverse oscillations were evident. The turbulent 
appearance previously discussed was observed at this location 
at a Dean number of 25/7, 

At the 146 degree slit location (smoke wire 140 degrees 
from the start of the curved section), the smoke trace appeared 
as a series of standing waves of very regular size and spacing 
ole = lov eteomls, —eamemobservation at a Dean number of 197 
indicated that the waves had roughly the same size (amplitude), 


were spaced farther apart, and were "wobbling" in the 
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transverse Cx) direction (i.e., the wave forms were Stam 
in one transverse location, but their shape was changing in a 
wobbly fashion). This relatively low frequency wobble was 
still apparent when the smoke trace was observed at Dean 
numbers of 207 and 217, however, the wave forms were becoming 
progressively more irregularly spaced and shaped. At a Dean 
number of 227, the wobble became more violent, but the ipmegme 
larly spaced and shaped waves continued to wobble in place. 
Weak turbulence (i.e., very blurred wave appearance) was 
observed at a Dean number of 23/7 and full turbulence appeared 
between values of 247 to 257. 

The next section on stability mapping provides graphical 


analysis of the data just described. 


Be otAB ET aes 

Figure 15a is a graphical presentation of the results of 
this study. As shown in the figure, the standing wave smoke 
trace was observed at the 118 degree slit location and beyond 
for the lower Dean numbers (De < 210 approx.). Wave oscilla- 
tions, either a low frequency wobble or high frequency vibra- 
tion, was observed at the 55 degree slit location and beyond 
for moderate Dean values (210< De < 310 approx.). It should be 
noted that for the 55 degree slit location, no waves were 
observed on the smoke trace until FusG@eprior to ££ ul 
turbulence. Here, the transition from weak turbulence, when 


wave oscillations were observed, to full turbulence occurred 
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Figure 15a. Flow stability map. 
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over a flow rate change from 0.02096 kg/sec to 0.02162 kg/sec, 
corresponding to a one percent rotameter flow rate change 
relative to rotameter full scale. The Dean number variation 
for this change was about 10. Turbulent smoke trace appearance 
was observed at all locations above the upper-most line in the 
F iggy 

Figure 15b shows points on the stability map corresponding 


to several photographs in Appendix C. 


C. FLOW VISUALIZATION, INTERPRETATION AND ANALYSIS 

In some cases, the flow causes the smoke, which is 
initially generated along a straight line and convected down- 
stream, to deform as shown in Figure 16. One possible 
arrangement of velocity vectors in the radial plane which could 
cause such a distortion is shown in Figure 1/7. Figure 18 shows 
that the smoke is further distorted into shapes expected if 
streamwise vortex pairs are present. The mushroom-like shape 
shown in Figure 18 becomes more like a row of omegas as the 
smoke convects further. 

Transverse oscillations of the smoke pattern are probably 
caused by side-to-side vortex pair oscillation at a particular 
circumferential position. The causes of radial oscillations 
are less apparent. 

Analysis of the smoke patterns can be used to make rough 
approximations of vortex strength (circulation) and spacing. 


Figure 16 is a photograph of a smoke trace for a Dean number of 
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Figure 15b. Flow stability map indicating 
locations for several Appendix C photographs. 
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Figure 16. Smoke pattern photograph used 
in Figure 17 schematic. 
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Figure 18. Smoke pattern photograph taken farther 
downstream of Figure 17 at the same Dean number. 


TI-14 2100-2330 09 FEB 1987 
9.5 2 FLOW (rotameter) 


MEAN AIR VELOCITY = 1,53)0en7 sec 
VOLUMETRIC FLOW RATE = 0.00988 m/sec 
MASS FLOW RATE = 0.01203 keg/sec 


ATMOSPHERIC PRESS. & TEMP: 29.96 in. He, 65.0 Gime 


SLIT LOC. = 128 @ee. 

WIRE LOC. = 112 dee. 

WIRE DIA. .@» 0.0050 in. "Re 19 

SLIT DISTANCE FROM START OF “CURVE Gy) © 1 320 
Rey = 37,225 

De = ew 

Re = L246 Reh = 2432 


e 
KODAK TRI-=X FILM ASA 400 "7c ae) 


l62)(9,54 rotameter flow). The 0.0125 inch diameter smoke wire 
was at the 112 degree location and the slit was approximately 
0.0762 meters (3 in.) downstream, which corresponds to 119.3 
deprees from the start of the curved section. Mean streamwise 
flow velocity for this Dean number is approximately 1.53 m/sec. 
(See section 5 of Appendix A for sample calculations.) Using 
this mean aS an eStimate of the convection velocity, the time 
between smoke generation at the wire to arrival at the illumi- 
nated plane is 0.0498 seconds. 

Assuming that the streamwise vortices (if they exist and if 
they are causing the smoke distortion) are radially centered in 
the curved channel, the maximum vortex tangential velocity can 
be calculated from an estimate of the distance from the center 
of the illuminated plane to the wave peak (i.e., wave 
amplitude). It is also assumed that the vortex is like the 
inner part of a Rankine vortex, with velocity in the radial 
plane varying linearly from the vortex center over a small 
distance. Judging from the almost linear shape of the smoke 
pattern from channel center to wave peak, this seems to bea 
reasonable assumption. Knowing that the actual channel height 
Pee mememeo,) inejeand is 4.21 cm (1.66 in.) in the photo- 
gpraph, measurements of smoke pattern dimensions in the 
photograph may be scaled to the correct radial lengths. In 
this case, the wave peak average amplitude is roughly 2.16mm 


from the actual channel mid-plane. This means that maximum 


aD 


vortex tangential flow velocity must be 0.0484 sec, oreo 
percent of the mean streamwise velocity of 1.53 m/sec. 

If the area, mr“, includes all vorticity of a Rankine 
vortex, then its circulation is given by eee 2m7rV_, where 
We is the circumferential component of velocity relative to the 
vortex and r is the radial distance from the vortex center. 
Using _ = 0.0434 m/sec and r = 2.09 mm for the smoke trace of 


Figure 16, circulation and vorticity are estimated to be 


5 70 nace and 41°26 ecu respectively. 
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VY. CONCLUSIONS AND RECOMMENDATIONS 


Laminar/turbulent flow transition was observed in a curved 
channel of rectangular cross section. The curved test section 
consisted of concentric surfaces with radii of curvature of 
Soo mend OOs96 cm (25.5 and 24.0 in.). Channel width was 50.8 
cm and the resulting aspect ratio was 40 to l. 

Using smoke wires at 6, 50, 112, and 140 degrees from the 
start of the curved test section, flow visualization studies 
were performed. The Dean number for these observations ranged 
from 167 to 461. Equivalent mean velocities in the duct were 
1.40 to 3.89 m/sec. 

Photographs and observations showed that under certain 
conditions and channel locations, smoke traces will appear as 
a series of standing waves at various radial planes. Smoke 
trace distortions are similar to what one would expect if pairs 
of counter-rotating vortices are present. 

Smoke pattern behavior at varying channel location and 
Dean number shows that the standing wave smoke pattern is more 
likely to form closer to the exit of the curved section at 
lower Dean numbers. As the Dean number is raised, such wave 
patterns exist farther upstream (i.e. closer to the start of 
the curvature). Transition is also expected to occur farther 
upstream, closer to the start of the curvature, as the Dean 


number increases. 
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To prove that vortices do in fact Exist and that emer 
presence is shown by the smoke trace, more detailed studies are 
required. The smoke trace patterns, by strict interpretation, 
show only radial distortion. Transverse flow velocities must 
also be measured to adequately show that vorticity is present. 
Radially placed smoke wires may indicate transverse flow 
characteristics, but their placement must be known relative to 
a VOrlcexmecntern, 

Other flow visualization and observation schemes might 
prove effective. Specifically, continuous smoke generation and 
injection of this smoke to enable following the behavior of an 
individual streamline might yield interesting results. 

The more interesting photographs taken in the course of 
this study were taken at lower flow rates and well downstream 
of the smoke wire. Since the lowest indication on the Tomes 
meter was 8 percent (De = 16/7) and since the blower underwent 
Significant throttling to achieve this flow rate, a lower 
capacity blower and smaller range rotameter would be helpful in 


further studies of transition in this@peepeeae eee 
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APPENDIX A 
SAMPLE CALCULATIONS 
DEVELOPMENT LENGTH FOR LAMINAR FLOW 


a. Using the Langhaar equation for tubes [Ref. 14] 


= 


Webs O505e Re. 
where 
li = Development length for laminar flow 
D = Pipe diameter (or distance between flat plates 
(d) as discussed here). 
Re = Reynolds number based on channel height, 


Cc 


1t can be shown that the maximum Reynolds number (Re. ) 


MAX 


based on an 8 foot development length is 


Re - _L'’ __. 8 ft (12 in/ft) 
0.058 d 0.058 (0.5 in) 
Max 
Re, = 3110 
max 


The maximum Dean number is 


De ax = Re. q/ = Syne 0.51N)53 05 a 
max i \V 


59 


The hydraulic diameter of the channel is 


qd==— , where ‘'A' and ‘'P‘' are the 
channel area and perimeter, respectively. 


- 410.5) rns 0 ; 
Dy = azo Oe 0.9756 inches 


D 2.478 cm 


h 
The maximum hydraulic Reynolds number is simply 


Re = Re ch = 31109(0037 Scene) 
max max da Oe 5° ine 


b. For development length between parallel planes, it 
was shown in Reference 15 that 


L' = oD, Re, F 


where $? 1S a dimensionless parameter obtained from 
channel aspect ratio. For a channel with a 40:1 aspect 
ratio, ¢ is equal to 0.0115. The maximum hydraulize 


Reynolds number is then calculated as 


Re - Li _ _8 ft (12 in./ft.)_ 
D oD, 0. 00S °(0Rureoe in. ) 
maxX h 

Re, = 8557 
MAX 
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Similarly, the maximum Dean number and Reynolds 
number (based on channel height) using Reference 15 


results for parallel plates are 


De = 640 
max 


4386 


Re. 
Max 


These results are about 30% higher than the more 

conservative results of the Langhaar equation for 

flow in tubes. 
2. SCALING CALCULATIONS 

To select a blower for the new test facility, which is 
twice the size of the previous facility, it 1s necessary to 
scale-up flow data from the smaller duct. The goal is 
having the same hydraulic Reynolds number in both channels. 


The hydraulic Reynolds number is 





Re, = © Ph 
h = Since hydraulic diameter is 
4A 
p and volumetric flow rate (Q) is UA, 
_ 4Q : 
Re, = py - Ultimately, since mass Flow 


rate is peQ and absolute viscosity (UU) 1S vo, 


— Am 
Re, = By 


twice the old channel's perimeter and the cross sectional 


The perimeter (P) of the new channel is 


area (A) of the new channel is four times that of the older 


; 4 
channel. Therefore, since hydraulic diameter 1S =, 


oul. 


h es Since Reynolds numbers are equal, 
new old 


Similitude is achieved when mean velocities are set forth 


a5 Unew = 2 polde 


Volumetric flow rate (Q) is equal to UA. Since 
ee = 

Cash mem. S08 and Anew : Aold y 

Qnseee = 2 Qo1a achieves similitude. Since channel 


head loss (pressure change (AP) across the duct) is 


DrOpeCmaaronha lee ha . , Where ‘'L' is the length of the 
duct, and since the L-to-D ratio is the same for both ducts, 


Similitude is also achieved when 


AP 


1 
AP equals a ee 


new 
The equations above enable the scaling-up of flow data 
From a channel half the size of the current one. 

Figure 8 shows the old and scaled-up new curved channel 
systems curves as well as the new blower performance curve. 
Since the old channel did not have flow management devices 
(screens and honeycombs) or a rotameter, the effects of 
these items was considered small when compared to the 
Suction capability of the blower and was neglected in 
generating the data for Figure 8. 

3. REYNOLDS NUMBER BASED ON SMOKE WIRE DIAMETER 

Wire diameter used most often was 0.005 inch diameter. 

Some 0.0125 inch diameter wire was also used at lower Dean 


numbers. 
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To avoid an unstable wake due to flow separation on 
the wire, maximum Reynolds number based on wire diameter 


should be less than 35 [Ref£. 1/7]. 


5 y 
oe. Ud. | _ We sap (0 000127 m) 
o Y eS ceonom: Wale 
U = 4,30 m/sec. (Based on Re_ < 35 
max Ww 


for 0.005 in. diameter wire.) 

Since maximum fluid velocity for laminar flow between 
parallel flat plates is 1.5 times the mean velocity, mean 
velocity for Re: a 2 emer 7 oT) SEC. 

Reynolds and Dean numbers based on the distance between 
flat plates are now required. 


Re = Ud 
Cc 


V 
(vy = een eee) 


Re, = 2,336 (Using U = 2.87 m/sec.) 


The Dean number is egual to Re. ar: ; 

where d= 0.5 inches 

and r, = 23.5 inches 

De = 341 (Using U = 2.87 m/sec, the maximum 
max 


velocity based on a wire diameter of 
O05 ame) 
(This Dean number occurs at 25.4% indicated rotameter 
flow.) For a wire which is 0.0125 inches (0.3175mm) in 


diameter, it can be shown that 
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1.7207 see 


( 
II 


MAX 
U = Jt 5 om cec 
Re = 934 and 
c 
max 
De = 136 
max 


A table summarizing these values is shown below: 


SUMMARY OF CRITICAL VALUES BASED ON A WIRE 
REYNOLDS NUMBER (Rew) OF 35 (CHANNEL INSIDE 
DIMENSIONS ARE 0.5in.x20.0in.): 


Wire Diameter O07 O00 Sane O°. @al2 5 an. 

U 2.87 m/sec 1.15 m/sec 
U Pecos Ss 1.72 m/sec 
max 
Re. 2336 934 

max 
De Bau 136 

max 


4. ROTAMETER CALIBRATION DATA AND SAMPLE CALCULATIONS. 


_ —_—— 


A one-inch ASME orifice is wsed, as shown above. 


FLOW 





Py is the pressure upstream of the orifice and 


P is the downstream pressure. 


2 
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Data: 


Barometric Peale 
Pressure Helper acure 
Cong tOnseat Start BiOreZ on 1G Goel or 
Ome ibration 
Conditions at end SUE 26 | LG Olona 
of calibration 
Data = (Pj -P.) Assumed Rotameter 
Point Inches HO Inches H.O Temp °F Flow (3%) 
(Vacuum) 
IL Srl ail. 4.0 63.1 60.5 
Z Livres) en 5 63.85 46.8 
3 2-29 3.0 64.60 29.3 
4 0.92 5.90 65.35 22 
5 Oreo 1.90 66.10 12.9 


Complete calculations for data point #1 are shown. 


eae = seri in. H,O = -0.294 psi (below atmospheric 
pressure) 
P em = 30.26 in. Hg = 14.86 psia 
Pea 14.86 - 0.294 = 14.566 psia Geos ko 
AP, = Py - Py = 41.40" HO = 1.495 psi 
Po = Py wee — 13.0/i psia 
_ Pi _ 14.566 lbf/in? (144 in*/£t*) 
"1" RT) ~ (53.34 ft Tbf/1bm°R(523-1°R) 
= S 
P, = O2O7 oy om/ 2 et 
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re 


13307 


2 
P, — Gaasae 0.8974 Using this value in Reference 


18 (Figure 7-15) with an orifice-to-pilpe diameter races 


of 0.5 yields a ‘Y' value of O@@eee 


m = KA.Y 2g. pS eae 


y §Py7Po) 


Assuming an initial Reynolds number of 5,000, 


K = 0.6420 [Ref. 19]. 


m= ne teone ne 1)? Ft“ (0.939)5 /(2)32.174 ftlbm 0.07517 lbm 215.28 1b 
4 (2) 2 se ae 


lbfsec tate re 
m= = 0.10317 sec 
Iterating 
a, 4(0.1031 lem/sec) 
WD 4.0x10~' lbf sec (Il) = ft x 32.174 ftlbm 
gee lbfsec* 


Re = 122,400 
Using this Re value, find a new K value [Ref. 18] 


by interpolation. 


K =. 0 ez29 Using this K, find a new Mm. 
ee ee lbm, _ 
m= 0.6420 (O. mos 1 =k = 0.1000 lbm/sec 
Re = at Aee) = le. 7.00 
4x10 (I) 45 2Zed7> 
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Iterating again 
K = 0.6229 (same as before) 


m.= 0.1000 lbm/sec 


1 
m 

Q, = a) OERNG OO ne = 34 eee 
p 0.07517 lbm/ft 


faeomctim @ 60.5% 


indicated flow. 


2. CONVERTING ROTAMETER INDICATION TO FLOW RATE, DEAN 
NUMBER, AND REYNOLDS NUMBER 


a. Flow Rate: 

As shown in Figure 13, rotameter indication is a 
linear function of volumetric flow rate. The slope (m) of 
the line is equal to ae or 1.15 and the y-intercept 
(b) occurs at 10 cfm. Since the equation of a straight 


line is y = mx + b, the equation converting rotameter 


imcadlcatren to volumetric flow rate (O) in cfim is 


QO = 1.15 x (Rotameter %* Flow) + 10 


ad 


b. Reynolds Number (Re): 

One hundred percent flow indication on the rotameter 
represents 125 cfm. Since mean velocity through the duct is 
O/A, where 'A' is the duct cross sectional area (10 ae 
mean velocity at 100% flow is 

£t> min 1-144 in® =12 in 0.0254m 


125 min 60 sec 10 an? ete hee in 


67 


U = 9.144 m/sec (@ 100% flow). 
Likewise, mean velocity at 0% indicated flow is 


Se 4 ae 


3 = 
~~ Sy jo (12)> 090254790. 73152m/sec- 


Reynolds number (based on channel height) 


oi mo 
iS ae . 
i 
Re, = ~ti misec (0-0l27 m) = 7444.15 @ 100% flow 
(1.56x10 m/sec) 
indication 
ne, = Sees (he) = 595.53 @ 08% flow 
(1.56x10 >) 


indication 
As discussed in Part "A" above, b = 595.53 and 
7444.15 - 595.53 


The equation converting rotameter indication to 
Reynolds number is 
Re. = 68.49 x (rotameter % flow) + 595.53 
c. Dean Number: 
Since the Dean number is defined as De = Rey/ d/ 


a 
(where d= 0.5 inches and oo 23.5 inches), the Dean 


number iS actually De = 0.146 Rev: 
Expressing this in terms of rotameter indicated 


flow, the Dean number is 


De = 9.99 (rotameter % flow) + 86.87 


(Note that for this rotameter, the minimum indication is 8%.) 
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APPENDIX B 


ACCURACY /UNCERTAINTY ANALYSIS 


This section documents instrument accuracy/readability, 
as well as uncertainty in the calculation of channel flow 
rate and related quantities (1.e. De, Re, Rew, etc.) 

The following are estimates of the errors involved in 
reading the instruments used in the calibration of the 
rotameter. These values were conservatively chosen. 


AP, (manometer) + 0.4 inches of water 
(+ 0.0144 psi) 


AP tm (barometer) + 0.05 inches of mercury 
(0.025 psi) 


AP, =1/(0.0144)* + (0.025)* = 0.029 psi 


A(AP) (U-tube manometer) + 0.4 inches of water 
(40.0144 psi) 


AT, (mercury thermometer) me) 8 


From Appendix A (section 4), the mass flow rate 


through the orifice is: 


m= K A, Y/2g 04 (AP) 


Using the data in Appendix A (section 4) for data 
point #1, the uncertainty in the air density (0,) is 


found. 
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eg e 
a RT 
2 J0 
io : 
1 + : 
a oT, 
_ e P, 
= + 6 
aan 2 
RT, 
as FE 029) 2 a (a .566) (1) 
; G Samer Soom ee seca 
hp = £ 0.0002 Lbm/£t? 
» = 0.0752 + 05002 Ibm/ee- 


The uncertainty in mass flow rate is found in a similar 


manner (assuming negligible uncertainty in K, A 
. fem - om 2 1% 
Am iG Ao, ) + G: A (AP) ) 
1 
tT? ON ms fA- 2 5 
| | ee 2g AP Z KAA~Y Gp Ata?) ( 
- 2 s Cc A a 2 Cay 
2 PS Py 2 AP 


Am = 0.6229 (0.005454) (C.939) (O85) 3 2\222) 2a 


215.28 (0.0002)°\ | 0. 0mieua7 (0.0144) 7244)? )] " 
0.07517 715.28 


m= 0.)000 00005 lbm/see- 


5" Y, ane Go): 
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This uncertainty represents a 0.5 percent error in 
mass flow rate. An uncertainty of 0.5% is insignificant 
and not indicative of actual rotameter accuracy. 

Typical oscillation in-rotameter indication varies 
between + 0.5 to 1.0% of rotameter full scale. An 
uncertainty of 0.5% in rotameter indicated flow, a conserva- 
tive estimate, represents an uncertainty of 5 with respect 
to the Dean number and 30 with respect to the channel 
Reynolds number (Re). This represents an overall 
uncertainty in Dean and Reynolds numbers of about 3 percent. 
Considering the data scatter in the rotameter calibration 
curve (Fig. 13), these seem to be reasonable estimates for 


the uncertainties in channel flow rate, flow velocity, and 


Dean and Reynolds numbers. 
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APPENDIX C 
SMOKE PATTERN PHOTOGRAPHS 

This appendix contains the majority of the still pictures 
taken in the course of this study. Although the enlargements 
were not of uniform size, it is to be noted that all photos are 
of illuminated radial planes of identical size. Slit width, 
and therefore the width of the illuminated radial plane, is 
4.57 cm (1.8 in.) across. The duct height, the distance 
between illuminated horizontal lines in each photograph, is 
1.27 cm (0.5 in.). The brighter of the two horizontal limes 
(located at the top of each photograph) represents the convex 
internal surface of the duct. This bright line is the illu- 
minated edge of the cardboard slit. In some photos, this line 
may not appear to be straight due to warpage of the cardboard. 

While slit distance from the start of the curved test 
section varies between photos, all slits have the same 
transverse location in the duct. The distance from the slit 
centerline to the channel transverse centerline is 4.83 Gama 
in.). All slit locations and dimensions are t2 mm and tee 
angular measurements from the curved channel entrance are + 0.5 
degrees. 

Photographs are arranged in the order that they were 
taken. The Roman and Arabic naumibiets in the upper left Commies 
each caption represent the roll number and the photograph on 


that roll, respectively. 
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WERE DTA. = O@@O50 in. = 23 
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16.0 2 FLOW (rotameter) 


MEAN AIR VELOC Y 
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IfI-l1 2100-2300 14 FEB 1987 

8.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY = 1.405 m/sec 
VOLUMETRIC FLOW RATE = 0.00906 m/sec 
MASS FLOW RATE = 0.01104 keg/sec 
SiewOoepHeRiC PRESS. & TEMP: 29.96 in. 
Sie Tl LOC . 123 deg. 

WIRE LOC, Li 2oadere:. 

WIRE DIA. OOO). 1 ne sen = ely, 
Sit DISTANCE FROM START OF CURVE (X) 
Re 116,586 

De eG 7 

Reg 1143 Rep = 2231 

KODAK PoecrmnG FrEM ASA 1,000 (CE2.8, 
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14e Pie 1907 
8.0 % FLOW (rotameter) 

MEAN AIR VELOCITY 
VOLUMETRIC FLOW RATE 
MASS FLOW RATE 
ATMOSPHERIC PRESS. 


1.405 m/e@ec 

0.00906 m/sec 

0.01104 ke/sec 

63 . Oewdieig ae 


EC . 
BOc . 
DIA. 
DISa ANC E FROM START a ¢ 
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III-9 2100-2300 14 FEB 1987 

9.0 %Z FLOW (rotameter) 

MEAN AIR VELOCITY = 1.489 m/sec 
VOLUMETRIC FLOW RATE = 0.00960 mYsec 
MASS FLOW RATE = 0.01170 kg/sec 


AO SeeenktC PRES. GeLTEMP: 29.97 in. 
Soiieoee. = 123 dep. 

WaeRES LOC. =m 112 dew. 

Whe Digy. = 0.0050 ins Re, = 18 
SELEY DISTANCE FROM START OF CURVE Ts 
Rey = Ao Oe 

De = an 

Reg = eal Re, = 2365 


KODAK REGGE DINGS Fito ASA 1,000 (£2.8, 
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[II-l1l1 2100-2300 14 FEB 1987 
10.0 2 FLOM mt 


MEAN AIR VELOCITY = 578 m/sec, 
VOLUMETRIC FLOW RATE = 0.01015 m/sec 
MASS FLOW RATE = 0.01236 ke/sec 
ATMOSPHERIC PRESS. & TEMP: 29.97 in. 
Slay Uae. = 123 dew 

Wie EOC. w= tIi12 Gee. 

WIRE DIA. = 0,0050 in. Re, = 19 
SLIT DISTANCE FROM START OF CURVE (Xx) 
Ré, = 130,522 

De = 187 

Rec = 1280 Rep, = 2498 
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36 


He, 





63.6 dé F 


= 1.295 om 


B) 


I{l{-13 





LOC. 
LOC. 
DIA. 


prgurce C25 


2100-2300 
11.0 %Z FLOW (rotameter) 
MEAN AIR VELOCITY 
VOLUMETRIC FLOW RATE 
MASS FLOW RATE 
MEMOSEiER.LC PREOS. 


Lo BB. 1987 


1.657 m/sec 

0.01069 mYsec 

0.01302 kg/sec 

oomo deg F 
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1349 


I, DSO 
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5 2100-2300 14 FEB 1987 


12.0 2 FLOW (rotan@tier ) 
MEAN AIR VELOCITY = 1.741 m/sec 
VOLUMETRIC FLOW RATE = 0.01123 m/sec 


MASS 
ATMOS 
SET 
WIRE 
WIRE 
Sigil 
Re. 
De 


Re 
KODAK 


FLOW RATE = 0.01368 ke/sec 


PHERIC PRESS. & TEMP: 29.97 in. 
LOC. = 123 deg. 

bec. = 112 die. - 

DIA. = 0.0050 in, Be, Wie cam 
DISTANCE FROM START OF CURVE (X) 
= 144,518 : 
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2100-2300 lGeFEB 1987 
13.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY 
VOLUMETRIC FLOW RATE 
MASS FLOW RATE 


ATMO StanmR IC PRESS. 


1.825 m/sec 
0.01178 m/sec 
0.01434 kg/sec 
& TEMP: 


Boro 6in. 63.6 deg F 


ECC. 
OC . 
DIA. 
DESGANCE FROM START OF CURVE (X) 


KODAK RECORDING BREMO ASA 1,000 (£2.%8*, 
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Figure C.,1le 
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14.0 ¢FLOW (rotameter) 

MEAN AIR VELOCITY = 1.909 m/sec 
VOLUMETRIC FLOW RATE = 0.01232 mYsec 
MASS FLOW RATE = 0.01501 kg/sec 
ATMOSPHERIC PRESS. & TEMP: 29.97 in. 


obit MOC. = 1237 dee. 

WIRE LOC. =» IJil2 dew. 

WIRE DIA. = QO.00580 ing “Se om 23 
SLIT DISTANCE WROM START OF CURVE (2%) 
Rex = 158,484 

De = 22/7 

Rec = 1554 Re, = 3033 
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iF WOO 23800 120ieR 1987 

8.0 %Z FLOW (rotameter) 

MEAN AIR VELOCITY = 1.405 m/sec 
VOLUMETRIC FLOW RATE = 0.00906 m7¥sec 
MASS FLOW RATE = 0.01104 ke/sec 


AiwoormexiC PSS. & MeMP: 29.97 in. He, 


SLIT LOC. = 118 deg. 
WIRE LOC. = 112 deg. 
WIRE DIA. = 0.0050 in. Rey = ° 17 


SLIT DISTANCE FROM START OF CURVE (X) = 
Re = 111,846 

Dee 167 

Reg = 1143 Rep = 2231 

KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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LII-22 2100-2300)..1.408e goe7 

9.0 Z FLOW (rotameter) 

MEAN AIR VELOCITY = 1.489 m/sec 
VOLUMETRIC FLOW RATE = 0.00960 m7sec 
MASS FLOW RATE = 0.01170 kg/sec 
ATMOSPHERIC PRESS. & TEMP: 29.97 in. 


SLIT LOC, @ 118 dem, 

WIRE LOC. @ 112 theme 

WIRE DPX. = 0.0080 in, Rey = 18 
SLIT DISTANCE PROM START OF CORI Gy) 
Re, @ 118,546 . 

De = ry? 

Rec = Ve ind Re, = 2365 
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Pite23 2100-2300 14° FEB 1987 

10.0 % FLOW (rotameter) 

MEAN AIR VELOCITY = 1.573 m/sec 

VOLUMETRIC FLOW RATE = 0.01015 m/sec 

MASS FLOW RATE = 0.01236 kg/sec 

ATMOSPHERIC PRESS. & TEMP: 29.97 in. Hg, 63.6 deg F 
Sin mec. = 118 deg. 


Nos, ec. = It2 deo. 

WIRE DIA. = 90.0050 in. Rew = 19 

SLIT DISTANCE FROM START OF CURVE (X) = 1.242 m 
Rene 125,245 

De = toe 

Rec = 1280 Re, = 2498 


COMO RR eORDING MimEM Wen 17000 (£2.8, B) 
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11.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY = 1.657 m/sec 
VOLUMETRIC FLOW RATE = 0.01069 my¥sec 
MASS FLOW RATE = 0.01302 kg/sec 


ATMOSPHERIC PRESS. @ TRIP: 299 7eean. 
SESE E@C. “= 19S die. 

WIRE LOC. — 4112 die. 

WERE DiA ~= (0.0850 inf Rey, = 20 
SLIT DASTANGE SROM START Ur CURVE (X) 
Re, = 131,944 

De = 197 

Rec = 1349 Rep = 2632 
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Ell=25 220022300 14 FEB 1987 

12.0 Z FLOW (rotameter) | 

MEAN AIR VELOCITY = 1.741 m/sec 

VOLUMETRIC FLOW RATE = 0.01123 mV/sec 

MASS FLOW RATE = 0.01368 kg/sec 

ATMOSPHERIC PRESS. & TEMP: 29.97 in. Hg, 63.6 deg F 
SLIT LOC. = 118 deg. 


WIRE LOC. = 112 deg. 

WIRE DIA. = 0.0050 in. Re, = 21 

Sei weet weno START OF CURVE (xX) = 1.242 m 
Re, = moi6 0 4 3 

De = ZO] 

Rec = 1417 Reh = 2766 
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13.0 Z FLOW (rotameter ) 


MEAN ALR WELOC Iaey 
VOLUMETRIC FLOW Reeie 
MASS FLOW RATE 
ATMOSPHERIC PRBS. 
uC. 
LOC. 
DIA. 
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14 BEB 1987 


VOLUMETRIC FLOW RATE 
MASS FLOW RATE = 
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0.01232 m/sec 
Croll sO imo / sec 
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AMOS Pim IC PRESS. 

SLIT LOC. = 118 deg. 

WIRE LOC. = 112 deg. 

WIRE DIA. = Q.0050 in. 

SLIT DISTANCE FROM START OF CURVE (X) 
Re = 152,041 

De = De 

Reg = 1554 Reh 
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Figure C.26 


TII-28 2100-2300 14 FEB 1987 

15.0 42 FLOW (rotameter ) 

MEAN ALR VELOCITY = 1.993 m/sec 
VOLUMETRIC FLOW RATE = 0.01286 m/sec 
MASS FLOW RATE = 0.01567 kg/sec 


ATMOSPHERIC PRESS. @ “REMP® 29597 i ie, 


SLIT LOC. = 118 deg. 
WIRE LOC. «= 112 deg. 
WIRE DIA. 2 0.0050 in. Re, 


SLIT DISTANCE FROM START OF CURVE (X 
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8.0 % FLOW (rotameter) 


MEAN AIR VELOCITY 
VOLUMETRIC FLOW R 
MASO FLOW RATE. = 
ATM@SPHEKIC PRESS 
Sia we. = 118 
WIRE LOC, I ibe 
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Figumene. 23 


III-34 2100-2300 1% FRB) ism 

10.0 % FLOW (rotameter) 

MEAN AIR VELOCITY = 1.573 m/sec 

VOLUMETRIC FLOW RATE = 0.01015 m/sec 

MASS FLOW RATE = 0.01236 keg/sec 

ATMOSPHERIC PRESS. & TEMP: 29.97 in. Hg, 63.6 deg F 
Siig UC. 118 deg. 

WIRE LOC. 112 die . 

WIRE DIA.. 0,01 Ss “ine Rey = 48 

SLIT DISTANCE FROM START OF CURVE (X) # 1.242 m 
Re, Loe ze 

De 187 

Re. 1280 Re, = 2498 

KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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Figure C.29 


2100-2300 14 FEB 1987 


12.0 42 FLOW (rotameter ) 

MEAN AIR VELOCITY = 1.74 m/sec 
VOLUMETRIC FLOW RATE = 0.01123 m¥sec 
MASS FLOW RATE = 0.01368 kg/sec 
ATMOSPHERIC PRESS. & TEMP: 29.97 in. 
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WIRE 
WIRE 
Suet L 
ee 
De" 
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LOC. = 118 deg. 

LOC. = 112 deg. 
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DISTANCE FROM START OF” CURVE (X) 
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41.0% FLOW (rotameter) 

MEAN ALR VELOCITY = 1.909 m/sec 

VOLUMETRIC FLOW RATE = 0.01232 m/sec 

MASS FLOW RATE = 0.01501 kg/sec 

ATMOSPHERIC PRESS. & TEMP: 29.97 in. Hg, 63.6 deg F 
SLLg COC. 118 deg. 

WIRE LOC. 112 deg. 

WIRE DIA. 0.0125 in. fe ee 58 

SLIT DISTANCE FROM START OF CURVE (7) = 1.249gen 

Ree 132,401 

De et 

Rec 1554 Rée = 303% 

KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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MEAN AIR VELOCITY 


pegure C251 


15 FEB 1987 
8.0 %2 FLOW (rotameter) 


VOLUMETRIC FLOW RATE 


4 


MASS FLOW RATE = 
ATMOSPHERIC PRESS 
Shit b@C. = 118 
WIRE LOC. 


deg 


1.405 m/sec 
0.00906 m/sec 
0.01104 kg/sec 
~ & LEM: 


— 
= 


112, die. 


Wik DA. = 0.0125 in. 


SEIT DESTANCE@EROM START OF CURVE (X) 


ee. = TT 186 
De = Gy 
Rea = lee 


KODAK RECORDING FILM ASA 1,000 (£2.8, 
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8.0 % FLOW (rotameter ) 


MEAN 


AIR WELOCITY Gu lwe05 «m/sec 


VOLUMETRIC FLOW RATE = 0.00906 m/sec 


MASS 
ATMOS 
SLIT 
WIRE 
WIRE 
SelT 
Re 

De 
Re> 
KODAK 


FLOW RATE = 0.01104 kg/sec 





64.0 degeF 


PHERIC PRESS & TEMP:  302524° one. 

foc. = Ilitedag. 

COG. = TZ edicas, 

DIA. @. 0. 09> in. See 43 

DISTANCE FROM START OF CURVE (X) = 1.242 o 
= la T7846 | 

= 167 

= 1143 Re = eel 


RECORDING FLLM asa mO000 (i278 7" 5) 
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Peguice  C.33 


8.0 2 FLOW (rotameter) 


MEAN AIR VELOCITY 


VOLUMETRIC FLOW RATE 
MASS FLOW RATE = 0.01104 kg/sec 


AEMOSEnen te PRESs. & TEMP: 

SLIT LOC. = 118 deg. 

WIRE LOC. = 112 deg. 

Witte ea OLOE25 in. 

SET eT MIC hSaROM START OF CURVE (XxX) 
Rey = 111,846 

De = Low 

Reo = 1143 Reh = 


KODAK RECORDING FILM ASA 1,000 (£2.8, 
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1.405 m/sec 
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IV-5 2100-2330 D5e FER s 

9.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY = 1.489 m/sec 

VOLUMETRIC FLOW RATE = 0.00960 m/sec 

MASS FLOW RATE = 0.01170 ke/sec 

ATMOSPHERIC PRESS. & TEMP: 30.24 in. Hg, 64.0 deh 


SLL EOC. an 1S daw. 

WIRE LOC. me ll2 dey. 

WIR DaA. == O.O025F in. Joe 43 

SLIT DISTAMCE FROM START OF CURVE Ge) = 1. 2aee 
Ne, = lio sae 

De = Ll7v7 


Bie 1212 Bie le | BS 
KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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IV-6 2100-2330 15 FEB 1987 

9.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY = 1.489 m/sec 

VOLUMETRIC FLOW RATE = 0.00960 m7vsec 

MASS FLOW RATE = 0.01170 kg/sec 

ATMOSPHERIC PRESS. & TEMP: 30.24 in. Hg, 64.0 deg F 


SLIT LOC. =. 118 deg. 
WIRE LOC. = 112 deg. 
WIRE DIA. = 0.0125 in. Re, = 45 


Se) Scere ROM otLART@Or CURVE (X) = 1.242 mo 
Ke 118,546 

De N/E 

Re 1212 Rep = 2365 

KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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IV=7 ,2100-2330 i535 82 Bay 


10.0 2 FLOW (rotameter) 


MEAN AIR VELOCITY = 1.573 m/sec 
VOLUMETRIC FLOW RATE = 0.01015 m/sec 
MASS FLOW RATE = 0.01236 kg/sec 


ATMOSPHERIC PRESS. & TEMP: 


SLI LOG = 1 er dee. 

WERE LOC. w 112 deg. 

WhRee DLA. & ° O@OiZ> in. 

SLIT DISTANCE FROM START OF CURVE (X) 
Re, = 125.245 

De = Loy, 

Re = 1280 Re, = 


R ery 
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SOR 2aeen . 
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KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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IV-8 2100-2330 


15> Feb 1967 
10.0 2 FLOW (rotameter) 


MEAN AIR VELOCITY 
VOLUMETRIC FLOW RATE 
MASS FLOW RATE 


ATMOSPHERIC 
SLIT LOC. = 
WIRE LOC. = 
WIRE DIA. = 


1.573 m/sec 
0.01015 m/sec 
0.01236 kg/sec 
& TEMP: 


PRESS. 30.24 in. 
118 deg. 
112 deg. 


O22) inh. 


64.0 deg F 


Rey 
lee 242m 


SLIT DISTANCE FROM START OF CURVE (X) 


Rey 
De 
Reg 


125,245 
ie? 


1280 2498 
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KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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TIV-9 2100-2330 15 FEB 1987 

8.0 % FLOW (rotameter ) 

MEAN AIR VELOCITY = 1.405 m/sec 

VOLUMETRIC FLOW RATE = 0.00906 m/sec 

MASS FLOW RATE = 0.01104 keg/sec 

ATMOSPHERIC PRESS. & TEMP 30.2889. Ho, 64.0 Geena 
SLIT Lee. 139 deg. 

WIRE LOC. 112 deg. 

WIRE DIA. 0.0125 in. Re, “= 43 

SLIT DISTANGE FROM START OF CURVE (> @ 1.463 
Re, 131,751 

De ey 

Rec 1 eS Ren = 2231 

KODAK RECORDING "FPILM.ASA 1,000 CP273,, 6) 
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Figure C.39 


i ieeeeOO—2330) 15S bebe 1987 

8.0 Z FLOW (rotameter) 

MEAN AIR VELOCITY = 1.405 m/sec 

VOLUMETRIC FLOW RATE = 0.00906 m/sec 

MASS FLOW RATE = 0.01104 kg/sec 

Pe Ome OeP RESO. & LEMP: 30.24 in. He, 64.0 deg F 
SLIT LOC. 139 deg. 

WIRE LOC. 112 deg. 

WIRE DIA. = 0.0125 in. Re, = 43 

Ser SDESTANGE PROMeSTART OF CURVE (X) = 1.463 m 
Rey 131,751 

De 167 

Re, 1143. Ren = 2231 

MOPAR SRECORDING FILM ASA 1,000 (£2.8, B) 
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Figure C.40 


1V=12 2100-2330 15 FEB ateee 

8.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY = 1.405 m/sec 

VOLUMETRIC FLOW RATE = 0.00906 m/sec 

MASS FLOW RATE = 0.01104 ke/sec 

ATMOSPHERIC PRESS. & TEMP: 30.24 in. Hg, 64.0 deg F 


SLIT LOC. =m 139 “dege 

WIRE LOC, @ 112 Wég¢. 

WIRE DIA. = 0.01235 in. Ree = 43 

SLIT DISTANCE FROM START OF CURVE (X) m= 1.463 
Re, 2 Poly yo 

De = 167 


Reg 1143 Re, = 2231 
KODAK RECORDING FILM ASA 1,000 (£2.8, B) 
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IV-13 2100-2330 15 FEB 1987 

9.0 2 FLOW (rotameter) 

MEAN AIR VELOCITY = 1.489 m/sec 

VOLUMETRIC FLOW RATE = 0.00960 m/sec 

MASS FLOW RATE = 0.01170 kg/sec 

ATMOSPHERIC PRESS. & TEMP: 30.24 in. He, 64.0 deg F 
SLIT LOC. = 139 deg. 


WIRE LOC. = 112 deg. 

WIRE DIA. = Q.0125 in. Rey = 45 

See rotAMeh PROM START OF CURVE (X) = 1.4630m 
Rex = 139,643 

De = es 

Reg = Ze Re, = 2365 


KODA RECORDING FIEM ASH 1,000 (£2.8, B) 
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Figure C.42 


TV-14 2700-2330 15 FRE B37 

9.0 % FLOW (rotameter) 

MEAN AIR VELOCITY = 1.489 m/sec 

VOLUMETRIC FLOW RATE = 0.00960 mysec 

MASS FLOW RATE = 0.01170 kg/sec 

ATMOSPHERIC PRESS. & TEMP: 30724 in. Hg, 64,0 "ee 


SLIT LOC. « 139 dew. 

WIRE LOC. = 112 deg. 

WIRE DIA. = 0.0135 in. Bey = eS 

SLIT DISTANCE FROM START OF CURVE (X) = 1.463 m 
Re, = 139,643 

De = 177 

Reo = 7a? Re, = 2365 


E 
KODAK RECORDING FIM ASm& 1, OCO>CR2c ee) 


114 


- 


IV-15 2100-2330 


Lomo, SeOW Ceotameter ) 


Figure C.43 


15 FEB 1987 


MEAN AIR VELOCETY = 1.573 m/sec 


VOLUMETRIC FLOW 
MASS FLOW RATE = 
AIMOSeHER LC PRES 
Sa aoc. LSS, 
WIRE LOC. TZ 


Ke ae A= O02 5 in. 


RATE 


0.01015 m7 


0.01236 kg/sec 
ee ee: = =|=6S Omer 4 


deg. 
deg. 


Re... = 


SLIT DISTANCE FROM START OF “CURVE 


Re. = yo 4 
De Jigs) 74 
Reo 1280 
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KOU GreORDING PrLM "ASA 1LPOO0 “Cr2.8, 
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Figure C.44 
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10.0 2 FLOW (rotameter ) 

MEAN AIR VELOCITY = 1.573 m/sec 
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